1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


BILL NO. S-74-12- 

SPECIAL ORDINANCE NO. S- /) 3 ' 7 ^ 

AN ORDINANCE approving Change Order No. 1 in 
connection with sidewalk repair in 4th District 


* 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT , 
WAYNE, INDIANA: 

SECTION 1. That Change Order No. 1 to Robert Houser for 
additional work in sidewalk repairs in the Fourth District under Sidewalk Re¬ 
pair Resolution 5647-1974 in the amount of $6,891.28, of which the City will 
pay approximately $5,000.00, as set out in the specifications, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 



7 - 7 ^ 7 ^- 


Councilman 


APPROVED AS TO FORM 
ANDLKIAUTYi - 











Bead trie first tine in' full and on notion by _ 


_ s seconded, by 


and duly adopted, ’ read the second tine by title and referred ; 

to the Ccnnittee on •' ' _(gaadrtfag ^r^l an - '; ' " ' 

r ^; q ^-; nr , to be held after cue legal notice, 
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Bead the third tine in full and on notion by 




seconded by__ 

Passed (-BUSS) by the following, vote; 


s and duly adopted, placed on its passage^ 
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Passed and adopted by the Conran Council of the City of Fort Bayne/ Indiana, 
(ZoniBg-lfepf-cGenernli^-Claniexation,) (Special) (.Appropriation) Ordinance 

fa. J'-03-7S J °n 


(R^otetdon)-1 


jday of 
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APpST: ■: (SEAL)- 


CITP CLERK. . ” ■ . // 



PBSSIDHIQ OFFICER 

Presented by me to the Mayor of the City of ‘ Fort Bayne, Indiana, ■ on 'the £E3^ 

, 197 tr at the‘hoar o f //'< r clock 



day of 


Approved and signed by tes^ds^^rf^day 
at the hour o f o 1 clock 


CITi CLERiv 
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S-74-12-14 


Bill No, 


REPORT OF THE COMMITTEE ON FINANCE 

We 3 your Committee on _ Finance __ to whom was referred an Ordinance 

approving Change Order No. 1 in connection with sidewalk repair 


in 4th District 


have had said Ordinance under consideration and beg leave to report back to the Common 































Date November 20, 1974 / 


Subject for Change: 

A. Further deterioration of Walk & Curb 
occurred during the period that the Walk 
was inspected and actual construction which 
was approximately two (2) years. 

B. Criteria for removal and replacement of 
Walk & Curb was changed on different 
occasions because of cost. 




Curb & Sidewalk Program - 
PROJECT West Central-Fourth District 
Berry & Wayne Street - 
LX AT ION Union Street - Rockhill Street 


RES. NO. 


5647-1974 


r Quan. 

Unit 

S' Description - Material 

| Unit Price 

Total | 

! 342 

Sq. Yds. 

Walk Removal 

| $5.00 

$1,710.00 I 

2,990 

Sq. Ft. 

Standard Walk 

1.17 

3,498.30 

304.48 

Lin. Ft. 

- Curb Removal 

1.30 

395.83 

» 

304.48 

Lin. Ft. 

Curb Replacement - 

2.60 

791.65 j 

| 102 

Tons 

Dirt Top Soil 

3100 

306.00j 

1 379 

| Sq. Yds. 

Seed and Fertilizer 

0.50 

189.50j 
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TOTAL 


$6,891.28J 
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Street Engir ■ <j 


City Engineer 



_Clerk 


OEC 5 1974 










































DIGEST SHEET 


TITLE OF ORDINANCE Special Ordinance _ 

DEPARTMENT REQUESTING ORDINANCE Board of Public Works 

SYNOPSIS OF ORDINANCE Change Order covers additional work performed in connection 
with 4th District sidewalk repairs. Such work was required because of further 

deterioration occuring between time of inspection and construction. 




Portion of the cost shall be assessed to the property owners at $.50 per square 

foot. 


EFFECT OF PASSAGE Proper completion of sidewalk repair project 


EFFECT OF NON-PASSAGE Failure to complete repairs according to commitment to . _ 

property owners. ] 

MONEY INVOLVED (Direct Costs, Expenditures, Savings) Cost to City - approximately 
$5.000.00. 



ASSIGNED TO COMMITTEE 






























